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Tbeasuby Depabtmekt, 

BUBEAU OF U. S. MABINE HOSPITAIi SEBYIGE, 

WasMngtony October 1, 1873. 

nihe following Begolations of the United States Marine Hospital Set- 
ce, for the collection of hospital-dnes, and the application of the fiind 
salting therefrom for the relief of sick and disabled seamen, are 
Kxeby adopted, and will be enforced from and after the 1st day of 
ecember, A. D. 1873. 

^All regulations and circulars, hitherto in operation, which are incon- 
stent, or in conflict, with these regulations, are hereby repealed. 

JOHN M. WOODWOETH, 

8upervmng Surgeon. 

I^PBOVED : 

S&sretary of the Treasury. 
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UNITED STATES MARINE HOSPITAL SERVICE. 



SYNOPSIS OF THE LAWS. 




The Snpervising Snrgeoii: — The Superviaiug Sargeon is cbarged by 
law, under tlie directioa of the Secretary of the Treasury, with the super- 
vision of all matters connected with the marine hospital service of the 
United States. (Sec. G, Act June 29, 1870. ' 16 Stat, 170.) 

Aasessment and collection of hospital-dues ; — The customs officers of the 
several ports of the United States shall assess and collect &om the 
masters or owners of every vessel of the United States engaged in 
the foreign or coasting trade, the sum of forty cents per month tor each 
and every officer and seaman who has been employed on said vessel 
since last return of hospital •dues, which amn the master or owner is 
authorized to collect or retain out of the wages of said ofQcera and 
seamen. {Sec. 1, Act June 29, 1370. 16 Stat., 169.) Consular officers 
shall collect hospital dues on the sale or transfer of vessels of the United 
States in foreign porta or waters. — {Act April 29, 1864. 13 Stat., 61.) 

When hospital-dues are to be paid : — Masters and owners of vessels 
engaged in tbreign trade shall render hospital-dues returns whenever 
entry is made at a port of the United States. (Seo. 1, Act June 29, 1870, 
16 Siat., 169.) Masters or owners of vessels engaged in the coasting 
trade are required to make said returns upon renewal of license or 
enrollment. (.Sec. 2, Act June 29, 1870. 16 Stat., 169.) 

Penalty for making a false report ; — Any master or owner of a vessel 
who shall make a false report of the number of seamen employed on hia 
vessel, or of the length of time they have severally been employed, shall 
forfeit and pay fifty dollars for each and every ofience, which sum shall 
be levied and collected by the customs officer to whom the report is 

4e, and the same shall be credited to the marine hospital fund. (Seo 
It June 29, 1870. 16 Stat., 169.) 

" Accounts, depositSj and reports of hospital-money collected :— The several ' 
I oollectors shall keep separate accounts of the hospital-money collected , 
L by them, and shall deposit the same, without abatement, in the nearest j 
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United States depository, to the credit of the marine hospital fund; 
and shall make monthly reports thereof to the Marine Hospital Bareaa 
of the Treasury Department.— (Sec. 3-4, Act June 29, 1870. 16 Stat., 170.) 

Application of the marine hospital fkmd : — ^The fand resulting from the 
collections of hospital-dues is to be expended under the supervision of the 
Supervising Surgeon, for the relief of such American seamen as are en- 
titled to its benefits and who are suffering from diseases or injaries. 
{See. 5, 6, Act June 29, 1870. 16 Statj 170.) 

Care of foreign seamen:— Any foreign seaman, sick or disabled, may 
be admitted into a marine hospital for treatment and care, and the 
charge for the same is a lien upon the vessel to which. such seaman 
belongs. (Sec. 5, Act May 3, 1802. 2 Staty 193.) 
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REGULATIONS. 
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REGULATIONS. 



I, — Assessment and ooLLEnnoNS of HOSfiTAL-DUES, and AccouNra 

AND REPORTS OP HOSPITAL -MONEY. 

Vessels subject to hospital-dues : — 1, Vessels, the seamen of whicli are sub- 
ject to pay ho3pita!-(ltte3, are veaaels of the United States engaged in the 
foreign trade, aad enrolled and licensed vessels of the United States en- 
gaged in trade on the sea-coast and inland waters ; but not vessels em- 
ployed in the fisheries, or canal-boats, except canal-boats propelled by 
Bteam or sail-power. 

Seamen subject to pay bospital-daea, and when : — 2, The sum of forty 
kts per month shall be assessed as hospital-dues, and collected from 
officers and seamen engaged or «mployed on vessels described in 
;raph 1, during the time said officers and seamen are so engaged 
or employed, without regard to whether the vessel was iu active service 
oriD[>ort. 

Wio are seamen within the meaning of the act : — 3, The terra " ( 
' embraces officers of the vessel, and all persona employed in the 
[ navigation, or iu the care and preservation, of the same, and among 
' these includes the masters or — 



Captains, 
Supercargoes, 


Watchmen, 
Firemen, 


Porters, 
Cabin-boys, 


Medical officers, 


Coal-heavers or 


stokers, Stewardesses, 


Pursers, 


Oilers, 


Chambermaids, 


Clerks, 


Water-tenders, 


Seamen, 


Mates, 


Stewards, 


Ordinary seamen, 


Pilots, 


Cooks, 


Boys, 


Engineers, 


Bakers, 


Deck-hands, 1st class. 


Quarter-masters, 


Butchers, 


Deck-hands, 2d class, or 


Gunners, 


Pantrymen, 


Eoast-abonts, and 


Boatswains, 


Store-keepers, 


Lighter-men. 


Bail-makers, 


Messmen, 




Carpenters, 


Waiters. 






Stevedores and 'longshoremen not included:— 4. Stevedores and 'long- 
shoremen are not subject to pay hospital dues, and consequently are n' 
entitled to hospital relief. 
^^. 2mh: 
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Reports of hospital-dnes — bow made: — 5. Arcportof hospiUil-daes shall 
be made by the master or owiier of every regiatered, licensed, or enrolled 
vessel of the United States, as directed by paragraph 6 or 7, as the 
case may be. Such report shall be made mwn a form to be provided by 
the Ti-easury Department, {Form 1 or 3.) The receipt upon this form shall 
be filled ont by the proper customs officer, in accordance with the re- 
port ; shall theu be detached and delivered to the master or owner of 
the vessel, who shall preserve the same with his ship's papers, subject 
to inspection by the proper authorities. The on'^nal report will be 
kept on file at the cnstom house where made, for the purposes directed 
in paragraphs lli and 27 of these regulations. 

Reports of hospital-dues from registered vessels:— 6. No vessel of the 
United States arriving iu port under a register shall be admitted to 
entiy until the master or owner has furnished to the proper customs 
officer 3 true acconut, under oath, of the number and names of all of- 
ficers and seamen engaged or employed (and the Jength of time they 
have severally been so engaged or employed,) on board said vessel since 
its last entrance at any port of the United States, (Form 1,) nor antil 
said master or owner has paid to the said customs officer the sum of 
forty cents per month foreach officer and seaman so engaged or employed. 

Reports of hospital-dues from coasting, lake, and river vessels :— 7. In 
like manner as provided for registered vessela, reports {Form 2,) ab&II 
be rendered, and hospital-dues be paid, by vessels engaged in the coast- 
ing trade, and ou the navigable inland waters of the United StaCesi 
before being granted a renewal of license or enrollment. 

Reports of hospital-dnes on sale or transfer of a vessel : — 8. In like 
manner as is prescribed in paragraph 6, a report of hospital-does 
shall he made for any vessel, the seamen of which are subject t« 
hospital-tax, upon the sale or transfer of such vessel, whether such sale 
or transfer takes place at a home port or in foreign waters ; and the 
" hospital-dues receipt" shall be preserved by the new master or owner 
with his ship's papers for inspection by the proper authorities. 

No deductions allowed; — 9. The whole time during and for which 
person was actually employed and paid must be embraced in tlu 
return, (paragraphs 6-7,) without regard to whether the vessel was ii 
serfice or laid up, No deductions or allowances can bo made upon anj 
pretext whatever. 

Verification of reports of hospital-dnes: — 10. For the purpose of veriiy- 
ing reports of hospital-dues, customs officers are authorized to dem^ 
of the master of any vessel an inspection of his "shipping articles," or 
of his books and papers, before admitting the vessel to enter, or befbn 
renewing the license or enrollment, as the case may be, or they may xfr 
quire other reasonable proof. 
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Penalty for making a false report: — 11. The master or owner of any 
vessel, tlio seaineii of wliicli are subject to hoapital-tax, who shall make 
a falae return of the number of ofBcer* and seamen engaged or employed 
OD his vesdel, or of the length of time they have severally been engaged 
or employed since the date of the last return of hospital-dues, shall for- 
feit and pay a penalty of flftj- dollarH, (as provided by section 2, of 
the marine hospital act, approved Jnne 29, 1870, 16 Slat., 169,) which 
snm shall be levied and collected by the customs oflBcer to whom the 
report is made, subject to protest and apjieal as in other customs penal- 
ties. The amount so collected must be deposited in the Treasury, to 
the credit of the marine hospital fund. 

Customs officers' monthly abBtraet of hospital-dues reports: — 12. Cus- 
toms officers who have made collections of hospital-money during any 
month will, at the close of the mouth, make an abstract of the several 
reports of hospital- dues, and forward the same to the Marine Hospital 
Bnrean, accompanied by a certified copy of each report of hospital-daes, 
(Forms 1-3.) 

Customs ofBcers' acoounts of hospital-money:— 13. All customs officers 
who collect hospital-dues will keep separate accounts of the hospital- 
money received by them on this account and deposit the same in the 
nearest United States de|)ository, as '* receipts from hospital-dues ;" and 
will make monthly reports of all such collections to the Marine Hospital 
Bureau of the Treasury Department. 

Deposits of hospital-money collected: — 14. At porta where there is an 
asaiatanttreasurer, or designated depositary, deposits of hospital-money i 
will be made daily. At other ports the amounts collected will be depos- 
ited with the nearest legal depositary of Government moneys at the 
close of each month. 

Customs officers' monthly aceount-eurreiit of hospital-money: — 15. Cus- 
toms officers will make au account-current (Form 4) at the close of each 
month of all hospital-money collected during the month to which the 
■ account relates, and will forward the same to the Marine Hospital Borean, 
with the abstract and vouchers provided for in paragraph 12. ' 

When there are no collections or deposits: — 16, When, at any port, ' 
there are no collections of hospital-dues, or deposits of hospital-money, 
during any month, the customs officer of such port will, at the close of ' 
the month, forward the blank accoaut-cnrrent, (Form 4,) with the in- 
dorsement across the face thereof: JTo transactions. 

Consular officers to coUect hospital-dues; — 17. Consular officers of the '. 
\ United States will assess and collect hospital-dues from all vessels of 
the United States sold or transferred within their respective consular 
aistricts.— (J.et April 29, 1864. 15 Stat., 61.) 
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Reports of hospital-iaoney collected by consnlar officers :— 18. Gonsolar 
officers of the United States will, by authority of the Secretary of 
State, keep separate accounts of hospital-money collected by them, and 
make reports of the same to the Secretary of the Treasury Department^ 
in like manner as directed for customs-officers, except that said reports 
will be made quarterly, and will be forwarded through the Department 
of State. 

II. Application of the marine hospital fund for the belibf 

OF SICK AND DISABLED SEAMEN. 

Object of the marine hospital ftmd : — 19. The object of the assessment 
and collection of hospital-dues is to provide a fund to defray the expense 
of medical or surgical relief, when needed by the contributors thereto, 
and for their maintenance, nursing, and care while necessarily ander- 
going such treatment. 

Fmid to be expended nnder the supervision of the Supervising Surgeon : — ^20. 
The fund resulting from thecoUectiou of hospital-dues is to be expended, 
under the supervision of the Supervising Surgeon, for the relief of such 
seamen of the United States as are entitled to its benefits, and who are 
suffering from diseases or injuries. 

Only temporary relief contemplated : — 21. The law providing for the 
disbursement of the marine hospital fund having been uniformly con 
strued as intended to provide temporary relief, and not for the* con- 
tinued care of seamen permanently disabled, it is the duty of officers 
having authority to grant hospital relief to exercise such authority in 
accordance with this construction. 

Seamen who are entitled to hospitalrelief : — ^22. A seaman to be entitled 
to relief from the marine hospital fund must have served on a regis- 
tered, enrolled, or licensed vessel of the United States for at least two 
months immediately preceding his application for aid, and must have 
paid hospital-dues for that period of time : Provided, That when an in- 
terval has occurred in the applicant's seafaring service by reason <rf 
closure of navigation, it shall not be considered as excluding him from 
relief, except the sickness or injury for which he applies for relief is the 
result of employment on shore. Nor shall the phrase "immediately 
preceding his application ^ be held as excluding a seaman who has been 
but a few days away from his vessel, and who has not abandoned his 
vocation as seaman for any other employment ; nor as excluding a 
seaman who may have been not more than three months away from his 
vessel, provided it is satisfactorily shown that such absence was due to * 
sickness. 

Indigent seamen, not sick or disabled, not entitled to relief: — 23. Indi- 
gent seamen, not sick or disabled, and those who do not require medi- 
cal or surgical treatment in hospitals as an essential to cure, are not 
entitled to relief from the fund. 
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Seamen wlio have abandoned their vocation not entitled to relief: — 3i. - 
Beaman who has engaged iu any vocation on aliore daring a period of 
two mouths, aud who is not debarred from shipping by reason of siek- 
neaa or disability, or by closure of navigation, has forfeited his claim to 
hospital relief. 

Masters of vessels to flxnush. certificates of seamen's service: — 35. Mas- 
ters of vessels of the United States, the seamen of whicii are sabject to 
bospital-tar, shall furnish any sach seaman, on demand, witli a certificate 
of the length of time the person described in such certificate has paid 
hospital -dues, (Form 5.) This certificate will be filed in the custom- 
house upon applicatiou being; made for relief. 

Manner of obtalniiig hospital relief; — '-i6. A sick or disabled seaman, to 
obtain hospital relief, must apply to a surgeon of the marine hospital 
service, or to the proper customs officer, if there be no surgeon ou duty 
at the castom-house, and must furnish satisfactory evidence that lie has 
paid hospital-dues for the length of time prescribed in paragraph 22. 
(Such evidence is, nsually, the certificate of the master of the vessel on 
whch the applicant last served.) WTien there is a surgeon ou duty at 
the custom-house, he will make the examination directed, and follow the 
instructions contained in paragraph 29, and will issue the permit direct- 
ed iu paragraph 30, (See paragraph 31 .) 

Verlfleation of masters' certificates, eto. : — 37. Care will be taken to 
verify t!ie genuineness of the signatures attached to masters' certifi- 
cates, and relief will not be granted in any case where the signature 
18 found to be false. When an applicant for relief claims to have 
paid hospital-dues and is unable to obtain his captain's certificate, the 
hospital-duesreport of his vessel, on file in the custom-house, will be ex- 
amined, for the purpose of verifying the statement of the applicant. 
Whenever a seaman is granted relief on other evidence than the master's 
certificate, a memorandum of the evidence, with the necessary reference 
to the same, will be made and signed by the surgeon, or, in his absence, 
by the proper customs of&cer, and will be filed in the proper order, in- 
stead of Form 5, for inspection. 

Customs of&cers to send to surgeons for examination : — 28. When, in 
tbeabsenceof a surgeon of the marine hospital service, a castoma officer 
receives the application for, and is satisfied that a seaman is entitled 
to, relief, he will send the applicant to the surgeon iu charge of marine 
patients at the port, with a letter {and blank certificate attached- 
Form 6,) requesting that an examination of the case be made. 

Instructions to surgeons relative to certificate of examination ; — : 
The surgeon wil! examine the applicant and fill out the certificate at- 
tached to Fornt 6. In case the seaman does not require treatment iu 
hospital as an essential to a cure of the disease or injury from which he 
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ifi Buffering, the sargeoa will furnish a prescription, shouM oneb« 
needed, and indorse a copy of the same on the outer middle fold of the 
blank certificate, which copy will then become a voucher for one dollar- 
In case tlie seaman requires treatment in hospital aa essential to 
a cure, the surgeon will state the probable length of time which will be 
required to effect a core, and will forward the certificate to the customfl 






Pennita for hospital relief Issued only when reeommended by a 
geon: — 30. Upon receipt of the Burgeon's certificate, the customs 
cer will, if hospital relief is recommended, issue a permit {Form 7 
accordance with the recommendation ol Je surgeon, and send it to th« 
person who is to have charge of the seaman, with the certificate (fbrm 6,) 
inclosed in the permit. 

Surgeons at certain ports to sign permits, etc. : — 31. At ports wfaoe 
there is a surgeon of the marine hospital service on duty at tho cnt- 
tom-house, that officer will fill out aud sign the certificate and permit, 
{Forms 6 and 7,) and will keep the register of permits. 

Numbering: of permits and certiflcatea : — 33, Permits will be numbered 
consecutively, 1, 3, 3, &c., from July 1, to June 30, of each year, and 
the number given to a permit will be indorsed ou tlie appropriate certi- 
ficate [Form 6,) which will be inclosed in the permit. 

Register of permits : — 33. There will be kept in the custom-honsft a 
register of all permits issued, to be made in the following form : 

Register of Permila. 



Pamlt 


?X.t' 


v™L 


HospItM^dDM— 
l«IKCbDlll>D<.pUd. 


injury. 


D»te*fdU. 


Bbb 


„. 


Vo. 


Data. 



















Period of duration of permit: — 34, The permit will state definitely the 
length of time for which hospital -relief is authorized, basing the same 
npon the statement in the surgeon's certificate ; but in no case shall any 
permit be issued for a period exceeding two (2) months. 

Extension of permits ; — 35, One week prior to the expiration of a pM- 
mit, which it is necessary and proper to renew, the surgeon should make 
application to the Marine Hospital Bureau for extension of the same. 
This application must set forth the actual condition of the patient fijt 
whom extension of hospital relief is desired ; the facts relating to bis 
disease or injury; the additional period for which relief will probably 
be required ; and the length of time the patient has paid hospital-does, 
as nearly as can be ascertained. 



M 
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[ The permit the only authority for relief ; — 36, The permit {Form 7) ia I 
I the only authoi'ity for the c.ire of a Beaman that will be recoguized by 
the Departmeut. All permita, before tLey ai'e delivered to the appli- 
cant, muat be iucloeed in au envelope, securely sealed and addressed to 
the perBon who is to have charge of the patient. When a permit is de- 
livered to a seaman, he should be informec that, if the same is not pre- 
on the day it is issued, it will be forfeited. 

Sorgeona to receive permits only on the day issued; — 37. Surgeons will 

■t receive permits bearing date anterior to the day when presented, 
lept in the cases provided for in paragraph 38. 
_ frhen a seaman may he received into hospital without a permit : — 38. 
■Wlien a seaman, who is entitled to relief, makes application for a per- 
mit after the custom-house is closed for the day, the surgeon iu charge 
of the marine patients at the port where such application is made may 
receive the applicant into hospital, should the case be an urgent one, 
bat in such case the surgeon will report the fact at the custom-house on ' 
the followiug day and present the master's certificate. In the event of 
failure to report on the following day, the permit will be dated from the 
day when such report is made. 

When a permit may be antedated : — 39, In no case will a permit be 
antedated, except as provided in the foregoing paragraph, and then only 
to cover one working-day, that is, one day exclusive of legal holidays. 

When the charge for care of a patient shall commence : — 40. The charge 
for the care and treatment of a seaman in hospital shall commence from 
the date of the actual entry of the patient into hospital. 

Disposition of the permit and certificate when relief is terminated: — 11 
When a patieiU. is disehargefi, dies, or otherwise leaves the hospital, the 
surgeon who has attended him shall (ill out the certificate on the outer 
middle fold of the permit, (Form 7,) and return the same, with the sur- 
geon's certificate of esaminatiou (Form 6) inclosed, to the proper cus- 
toms oflBcer within twenty-four (24) hours after the patient leaves the 
hospital. (See paragraph lOo.) 

Seamen not enitled to re-imhursement : — i2. A seaman is not entitled 
to re-imhursement for expenses incurred by himself on account of sick- 
ness or injuries. 

Expense of caring for a sick seaman during a voyage : — 43. It has been 
decided by a Circuit Court of the United States, (Harden us. Gordon, 2 
Mas. C. 0. Rpts., 541,} that the espeuse of caring for a sick seaman in 
the course of a voyage, is a charge on the vessel by the maritime law ; 
and in this charge are included not only mediotnes and medical advice, 
but nursing, diet, and lodging if the seaman is carried ashore, No sea- 
man, therefore, taken sick or disabled in the course of a voyage or en- 
gagement, is entitled to the benefits of the marine hospital fund, except 
at tliose ports where provision has beeu made for such purpose. 
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Care of sick seamen landed or abandoned : — 44. When a seaman, sick or 
disabled in the discharge of his duty through no fault or willful neglect 
of his own, is landed and abandoned at a port where no customs officer 
is stationed, or where, from any other reason, it is impracticable to pro- 
vide relief from the marine hospital fund, such seaman, or the person 
who takes charge of him, may recover from the vessel from and by 
which he was landed and abandoned, the amount of the expenses in- 
curred for his care, food, lodging, medicines, and medical attendance, 
and the charge for such expenses may be enforced by a libel against the 
vessel. * 

Care of sick seamen at ports where no arrangement exists : — 45. At ports 
where no arrangement exists for the care of sick or disabled seamen, 
customs officers will make reasonable effort to arrange for their care, in 
a local hospital, should there be one, or with some physician of good 
professional standing, should there be no hospital. Proposals for the 
care of sick seamen will be transmitted to the Marine Hospital Bureau 
for approval by the Secretary of the Treasury, and no arrangement will 
be valid without such approval fi^rst obtained. The following is the 
form of proposal: 

Proposal for the Care of U. S. Marine Hospital Patients. 

(Place.) 

(Date.) 187-. 

To the Supervising Surgeon of the U. S, Marine Hospital Service : 

Sir : I (or we) agree .to receive all sick and disabled seamen sent to me (or ob) witii 
a permit firom the proper officer at this port, except those suffering from contagioat 
diseases, and to furnish them with good and sufficient quarters, subsistence, Tnf>diflri 
attendance, nursing, and necessary medicines, until they are able to be diaoharged^ sfc 

the rate of per day for each patient, and to make the reports reqnirei 

by, and in all other respects to conform to, the Begulutions of the U, S. Marine SotgM 
ServioCf as far as the same may be decided applicable by the Supervising Surgeon. 

I (or we) also agree to provide, in like manner, for the care of seamen afflicted iriA 

contagious diseases, in a place* removed from the other patients, at the rate of 

per day for each patient. 

This agreement is made for the fiscal year ending June 30th, 187-. 
EespectfuUy, 



We guarantee the faithful performance of the above in all its terms. 



The above offer is bona fide, and the securities are ample. 



9 

CoUeohr. 



* Each city and village nsnally has some place provided for the care of persons suffering fton ooih 
tagioas diseases, and where saoh provision is made, it is desirable, for the protection of the raUlB 
health, that seamen with contagions diseases should be cared for in the same place provided tx 
suffering like aMction. 
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Transportation of seamen to hospitals: — 46. At the smaller ports, where 
it is impracticable to provide hospital relief, authority may be given 
to furnish transportation, for sick seamen, to the nearest hospital where 
provision is made for such relief. Before furnishing transportation, how- 
ever, the customs officer must obtain a physician's certificate that treat- 
ment in hospital is necessary to a cure, and will transmit the certificate 
as a voucher to the transportation account. 

Relief of seamen at their own homes : — 47. Seamen will not be furnished 
relief at their own homes except in such cases as are specially author- 
ized by the Department, and then an allowance for medical attendance 
and medicines only will be authorized. 

Hospital relief to foreign seamen: — 48. Sick or disabled seamen belong- 
ing to any foreign vessel may be admitted to United States marine 
hospitals, (class I,) when it can conveniently be done, upon the applica- 
tion of the commander of the foreign vessel to which such seamen may 
belong, or upon the application of a foreign consul, and each foreign sea- 
man so admitted shall be subject to a charge of seventy-five (75) cents 
per day. — {Sec. 5, Act May 3, 1802, 2 Stat, 193. See also paragraph 105 
of these Regulations, 

III.— -Organization of the United States Marine Hospital 

Service. 

Organization of the corps of medical officers :— 49. The medical officers 
of the United States marine hospital service shall consist of a Supervis- 
ing Surgeon, Surgeons, and Assistant Surgeons. 

The Supervising Surgeon : — 50. The Supervising Surgeon, wlio is the 
official head of the Bureau of the United States marine hospital service 
attached to the Treasury Department, is charged by law with the super- 
vision of all matters connected with the service, including the disburse- 
ment of the fund. 

Surgeons and assistant surgeons : — 51. Surgeons and assistant surgeons 
of the marine hospital service will be appointed by the Secretary of the 
Treasury on the recommendation of the Supervising Surgeon. 

Applicants for appointment to he examined by a hoard of surgeons :— 52. 
As a requisite to recommendation for appointment in the corps of sur- 
geons the applicant must have been graduated as doctor in medicine 
from some respectable medical college, and must pass a satisfactory ex- 
amination before a board of sucgeons, which will be convened from time 
to time by the Supervising Surgeon. 

Surgeons and Assistant Surgeons to draw pay only when on duty :— 53. 
Surgeons and assistant surgeons will be paid only for the period while 
assigned to duty or under orders. 
3 MH 
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IV.— Hospitals loii seamen, theis organization, etc. 

Glassiflcation of hospitals for seamen :— 54. For the aake of coDvenienoet 
hospitals in which seamen are relieved are dividetl into two clasMSy 
viz: 

Class I. Coraprising United States marine hospitals. 

Class ir. Comprising local hospitals, devoted exclusively, or in part^ 
to seamen, at fixed rates authorized by the Department. 

Relief at ports where there are no hospitals :— 55. Itelief will also be 
provided at ports where there are no hospitals, when it can consistent 
be done, (see paragraphs 45-4G, of these Regulations.) 






Assignment of surgeons to United States marine hospitals, Class I :• 
At each United States marine hospital (Class I) one medical officer will 
be assigned to duty as surgeonin-charge ; and where the extent, «r 
exigencies, of the service make it necessary, one additional mediied 
officer will be assigned as assistant, in which event one of the two 
medical officers shall be on duty at the custom-bouse during the houn 
when it is open for the trausa(;tion of business, to perform the datiw 
prescribed for such officer in these KegtdaUons. paragraphs 26-31, indv- 
sive. 

Assignment of surgeons to hospitals, Class II:— 57. At large portB, 
where no United States marine hospitals are established, a medicAl 
officer will be assigned to duty at the custom-house, when the extent 
of the service makes it necessary; and his duties'shall be to exfunine 
applicants for admission to hospital ; to prescribe for such cases aa de 
not require treatment in hospital ; to fill out the certificate, {Form 6,) 
and issue the permit, {Form 7,) when one is required ; to examine all 
applicants for extension of relief from time to time ; to inspect the hos- 
pitals whereto seamen are admitted; to keep the register of permits; j 
and to supervise all transactions relating to the service at the port 
where he is stationed. 

Stewards, matrons, and other employees of marine hospitals, Glass I :— : 
58. There shall be in United States marine hospitals, class 1, a stew 
ard, and when necessary a matron, both to be appointed by the Secre- 
tary of the Treasury, upon the recommendation of the surgeon of thft 
hospital, approved by the Supervising Surgeon ; also, when needed, • 
principal nurse, a messenger, a cook, a watchman, (who shall also lust 
as night nurse,) and such other employees as may be deemed necessarff 
all to be appointed by the surgeon, subject to the approval of the De* 
partment. The steward will be required to give bonds in the snm of 
one thousand (1,000) dollars for the faithful performance of his dutiM 
When an engineer is necessary he will be appointed by the SecretaiJ 
of the Treasury, on the recommendation of the Supervising Architeot 
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When additional employees will be authorized : — 59. AdditioDal nurses, 
cooks, and laundresses will be authorized when required. The usual 
basis for such additional help will be : One additional nurse for every 
twenty patients beyond the first twenty 5 one additional cook, and one 
additional laundress, when the number of patients exceeds thirty. 

Apothecary : — CO. A prescription clerk or apothecary will be appointed 
by the Department, if the number of patients is such as to render it 
necessary. 

Surgeons to notify the Department of changes of employees:— CI. Sur- 
geons in charge of United States marine hospitals will notify the Ma- 
rine Hospital Bureau of any changes they may make in the personnel of 
the employees, and will give reasons for such changes. 

Compensation of oflBicers and employees: — G2. The compensation of offi- 
cers and employees of the marine hospital service will be fixed by the 
Department. Surgeons and assistant surgeons will be provided with 
furnished apartments, fuel, and lights, when it can be done with con- 
venience,* but they will, unless otherwise authorized by the Depart- 
ment, suppl}' subsistence for themselves, families, and household help. 
Stewards, matrons, and other employees described in paragraphs 58-CO, 
of these Regulations^ will be subsisted by the hospital to which they. are 
attached ; but other persons not included in said paragraphs, who are 
specially authorized to live in hospital, and are furnished subsistence, 
will be charged to cover the cost of the hospital ration. 

Surgeons to have authority over all officers and employees :—-C3. The 
surgeon in charge of a mjirine hospital shall have authority over all 
officers and employees of the hospital, and is empowered to enforce 
such regulations as he may deem necessary for the proper management 
and discipline of the hospital, subject to the approval of the Supervising 
Surgeon. 

Assistant surgeons, authority of: — C4. When an assistant surgeon is 
on duty with a surgeon he shall be subject to the orders of the latter ; 
but when serving alone he shall have the authority, and perform the 
duties, of a surgeon, and shall be alike accountable to the Department. 

Surgeons to examine applicants for relief, etc. :— C5. It shall be the duty 
of the surgeon in charge of a marine hospital (unless provision for 
such duties is otherwise made in these Begulations, as in paragraph 
5C, q. V,,) to examine all applicants for relief, and furnish the necessary 
certificates as to their condition, etc. ; to prescribe for such seamen as 
do not require treatment in hospital, (see paragraph 29 ;) to visit all 
the patients in hospital at least once each day, and oftener if necessary ; 
to see that his prescriptions and orders for diet are properly filled, and 
that all the officers and employees of the hospital perform their allotted 
duties. 
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Snrgeons held responsible for administration of hospital, etc : — C6. The 
surgeon will be held responsible for tbe'proiK'r and economical adminis- 
tration of the hosx)ital under bis charge, and for the care and preserva- 
tion -of tbe building, furniture, and stores. 

Records to be kept by surgeons in charge of marine hospitals :— 67. Sur- 
geons in charge of United 8tatcs marine hospitals shall keep the follow- 
ing records, which shall be oi>en at all times for inspection : Register 
of patientSj prescrliyiiim and dicthool'^ catfc hoolc^ ncord of official com- 
m tin ications sen t 

Register of patients : — 08. The regisjter of patients shall contain the 
number of permit, name, age, and nativity of each patient admitted to 
hospital ; name of vessel on which last service was performed ; date of 
admission to hospital; disease or injury; subsequent complications; 
date of discharge or death ; condition on leaving hospital ; and num- 
ber of days of relief furnished. 

Prescription and diet-book : — 09. In the [)n»scription and diet-book shall 
be entered each prescription in full, the time of administering the medi- 
cine, and the quantity to be given at each time, together with the names 
and quantities of ppecial articles of diet. 

Case-book : — 70. A record of all important cases, of tiie treatment 
pursued in each, and of the results, sliall be kept in the case-book. 

Record of official communications sent:— 71. In the record of official 
communications shall be kei)t accurate copies of all otlicial communica- 
tions sent. 

Preservation of official communications received : — 7i*. All official com- 
munications received sliall be preserved in a liles-book, kept for that 
purpose, and properly indexed. « 

Money and valuables of patients to be taken care of by surgeons : — 73. 
Upon the admission of a patient into hospital he shall deliver his money 
and other valuables into the hands of the surgeon, who shall give a re- 
ceipt therefor. Upon the discharge of the patient from hospital his 
money and other efifects shall be returned to him, and the receipt taken 
up and filed. On the death of a patient in hospital, notice to receive his 
effects shall be given, by letter or otherwise, to his nearest known rela- 
tive ; and when said effects are delivered a receipt shall be taken there- 
for and filed, as in the former case. If the effects are not called for 
within three months after such notice, an inventory, showing tbe pro- 
bable value of the same, will be forwarded to the Marine Hospital Bu- 
reau for instructions as to their disposition. (See paragraph 74, as to 
care of patients' clothing, etc.) 

Stewards, duties of: — 74. It shall be the duty of the steward, 
acting under the direction of the surgeon, to procure the subsistence 
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Siipplies and keep a record by weight and measure of all the stores re- 
ceived, and also of the stores issued each day to the cook or patients, 
and to make a monthly report of the same as hereinafter directed. In 
issuing articles of special diet he will adhere strictly to the instructions 
written in the diet-book. He shall also keep an inventory of all public 
property and furniture belonging to the hospital not herein otherwise 
provided for, and an inventory of thei effects, excepting money and valu- 
ables, of all patients admitted to hospital. The patient's inventory shall 
also show the name and address of the patient's nearest known relative. 
If there be no matron, he shall keep an inventory of all articles of bed- 
ding and hospital clothing. 

Apothecaries, duties of: — 75. The surgeon shall cause to be kept by 
the apothecary, or the person acting as such, an inventory of all medi- 
cines, medical supplies, and instruments belonging to the hospital. The 
apothecary shall put up the medicines intended for each ward separately, 
and shall label each bottle or package with the name of the patient for 
whom it is intended, together with directions for taking or applying the 
same. 

Record of liquors consumed : — 7G. A record of allliquors used ina United 
States marine hospital shall be kept by the apothecary, or person acting 
as such, showing the amounts consumed daily of each kind. 

Matrons, duties of : — 77. The matron, when one is employed, shall have 
charge of, and keep in repair, the bedding and hospital clothing, and 
shall keep an inventory of the same. 

Subsistence supplies, how obtained : — 78. The ordinary and regular sub- 
sistence supplies for United States marine hospitals will be obtained 
by contracts, to be made for one year, commencing on the first day of 
July of each year, and ending on the thirtieth day of June following.' 
On the first day of May, of each year, the surgeon in charge will for- 
ward to the Marine Hospital Bureau an estimate, based upon the average 
number of patients, of the quantities of the following-named articles of 
subsistence likely to be required for his hospital, for the ensuing year : 
Beef, (fresh and corned,) ham, bacon, mutton, chickens, fish, (fresh and 
salt,) eggs, butter, milk, cheese, flour, bread, cracked wheat, corn-meal, 
hominy, rice, beans, peas, potatoes, cabbage, onions, carrots, turnips, 
parsnips, beets, tea, coffee, sugar, (white and brown,) molasses, salt, 
vinegar, pickles, ice, and, when horses or cows are kept, forage. 

Approved requisitions for subsistence to he submitted to merchants for 
bids : — 79. On the approval of the subsistence requisition, by the De- 
partment, it will be returned to the surgeon, who, upon receipt of 
the same, will fill out at least three blanks for proposals, [Form 8,) 
for each class of articles, viz : meats, vegetables, groceries, and forage ; 
and will submit copies of each to at least three merchants, dealing in 
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the articles named. Upon receipt of the various bids, which mastbei;i 
sealed envelopes, they will be opened by the proper customs oflBcer in 
the presence of the surgeon and of such of the bidders as may be pres- 
ent. They will then be transmitted to the Marine Hospital Bureau by 
the customs officer, indorsed with his recommendation. 

Articles of subsistence not provided for by contract, how obtained : — 80. 
Articles of subsistence not provided for by contract will be purchased, 
by direction of the surgeon, in open market 5 and the bills for the same 
will be transmitted, at the close of each month, through the customs 
officer, to the Marine Hospital Bureau, for examination and approval, 
before payment is made. 

Monthly report of subsistence stores, received, used, etc. :— 81. At the 
close of each month the steward shall make a report {Form 9) of the 
subsistence stores on hand, received and expended during the month, 
and remaining at the close, which report the surgeon shall indorse and 
forward to the Marine Hospital Bureau. 

Horses and cows — when authorized: — 82. When horses or cows are 
needed for the use of the hospital, they will be authorized ; but no 
officer or employee will be allowed to keep within the hospital inclosure 
any horse or cow for his own use. 

Fuel, lights, and water— requisitions for:— 83. Requisitions for fuel, 
lights, and water will be made on customs officers. 

Medical supplies : — 84. The standard for medical supplies will be the 
U. 8. Marine Hospital Medical Supply Table^ {%ee Appendix A.) This will 
be used as a guide in making requisitions for supplies ; but it is not 
intended to confine medical officers either to the articles or to the 
amounts specified. To permit the indulgence of individual preferences, 
and to provide for the exigencies of climate, seasons, epidemic diseases, 
etc., a supplementary list of medicines is also given, which may be added 
to at the discretion of the medical officer, in accordance with paragraph 
86. 

Requisitions for Medical Supplies : — 85. Requisitions for medical sup- 
plies (Form 10) will be made semi-annually on the 30th of June, and 
on the 31st of December, of each year, and will be forwarded, in dupli- 
cate, to the Marine Hospital Bureau. 

Medicines not on the supply-table, or requisitions for unusual amounts : 
— 86. In case any article not on the supply-table, or an amount in excess 
of the standard allowance, shall be asked for, the reason for such requi- 
sition will be stated, either on the requisition, under BemarlcSj or in an 
accompanying letter. 



UNITED STATES MARINE HOSPITAL SERVICE. 31 

Miscellaneons articles and medicines required to be replenislied— bow 
obtained : — 87. Articles not enumerated on the outfit list, (see Appendix 
.Bj) and miscellaneous articles, as well as those named on the supply- 
table, which are required to be replenished at any time between the 
regalar semi-annual requisitions, will be obtained on special requisition, 
{Form 11,) which will be made in duplicate and separately submitted, 
by the surgeon making the requisition, to at least two responsible mer- 
chants, with a request to name the price for which they' will agree to 
famish each article. Articles of different classes or characters will not 
be grouped on the same special requisition. The reason for requiring 
separate requisitions for different classes of articles is obvious. 

Requisitions must be approved before purchases are made :— 88. Special 
requisitions {Form 11,) with prices, will be forwarded to the Marine 
Hospital Bureau for approval, before purchases are made. 

Annual property kept by surgeons : — 80. Surgeons accountable for hos- 
pital property will make out a report of the same {Form 12,) on the 
30th day of June of each year, showing the amount of each article re- 
ceived, expended, and on hand. 

Non-expendable articles not to be dropped without authority : — 90. No 
articles, except those which are authorized to be expended with the 
gick, will be dropped from the annual property report without authority 
from the Department. 

Loss or destruction of hospital property to be reported to the Marine 
Hospital Bureau : — 91. In case of loss or destruction of any article which 
is non-expendable, the facts concerning the loss or destruction must be 
fully stated to the Marine Hospital Bureau before making the annual 
property report, and if the explanation is satisfactory an order will be 
issued authorizing the surgeon to drop such article from his report. A 
copy of the order will be transmitted with the annual property report 
as a voucher. 

Inspection of worn-out property : — 92. Articles wobn out, broken, or 
otherwise rendered unfit for use, will be invoiced and retained for in- 
spection. 

Invoices and receipts to be given when a surgeon resigns or changes sta- 
tion : — 93. When any surgeon who is accountable for hospital property 
ceases to have charge of the same by reason of resignation, change of 
station, or otherwise, he shall furnish an invoice of said property to his 
successor, and forward a duplicate of the same to the Marine Hospital 
Bureau. The oflBcer who receives the property will furnish a receipt to 
the surgeon from whom it is received, and will forward a duplicate of 
the receipt to the Marine Hospital Bureau. In naming articles on the 
invoices and receipts the same order will be observed as that followed 
on the annual property report. 
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Surgeon's final account: — 94. The final accounts of surgeons will not 
be paid until their property reports have been examined by the Marine 
Hospital Bureau and found to be correct. 

Surgeons to report diseases and injuries monthly :— 95. Surgeons of 
the United States marine hospital service, and other surgeons having 
charge of marine hospital patients, shall make out, at the close of each 
month, a chivssified report of diseases and injuries of seamen treated 
during the month, (Form 15,) and forward the same to the Marine Hos- 
pital Bureau. 

Surgeons to report surgical operations annually : — 00. Surgeons having 
charge of marine patients shall make a report on the 30th of June of 
each year, of the surgical operations performed on seamen who have 
been under their care during the preceding twelve months, (Form 16.) 
The report will, as far as possible, show the following facts : Xame of 
patient; age; description of injury or disease for which the operation was 
performed ; duration ; whether the operation was primary, (within twenty- 
four hours after the injury,) intermediate, (during the acute or inflam- 
matory x)eriod,) or secondary, (after that period;) anaesthetics employed ; 
result; usefulness. 

v.— Disbursements of the marine hospital fund. 

. Surgeons to make out monthly pay-rolls of officers and employees: — 
97. At the close of each month surgeons in charge of United States 
marine hospitals shall furnish the customs oflBcer of the port whereat 
the hospital is located, with a list of the officers and employees who have 
been engaged during the month, (Form 17.) 

Bills of purchases made for hospitals: — 98. Duplicate bills of all 
purchases made on account of United States marine hospitals shall be 
rendered at the close of each month, indorsed by the surgeons in charge, 
and shall be forwarded to the Marine Hospital Bureau for approval, 
except in cases where the purchases have been specially authorized by 
the Department. 

Surgeons to make monthly reports of seamen treated, &c.: — 99. Sur- 
geons in charge of United States marine hospitals shall report monthly 
to the Marine Hospital Bureau, through the customs officers of their 
respective ports, all seamen admitted, discharged, and remaining in 
hospital, (Form 19.) 

Report to he compared with the register of permits: — 100. Before 
forwarding the surgeon's report, (Form 19,) it will be compared with the 
register of permits in the custom-house, and indorsed accordingly by 
the officer who makes the comparison. 

Surgeons of hospitals of class II to make monthly returns :— 101. Sur- 
geons in charge of hospital establishments, other than United States 
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m wine hospitals of class I, wherein seamen are maiataiiied ou account 
of tlie marine hospital fund, shall make a return at the close of each 
oiOQtli of all seamea treated during the month, giving the numbers of 
permits, names of seamea, dates of admission and discharge, number 
o^days charged, rate and amount. This report and account, (Form 20,) 
i»illbe handed to the proper customs ofBeer to enable him to make 
oat the summary report of transactions, (Form 21.) 

Snrgeon's accounts to be compared with the permits and the register of 
permits: — 103. Before forwarding the account, (Form 20,) it will be 
'Compared with the permits, and the patients in hospital will be mus- 
^ted for esaminatioQ. The comparison and examination will be made 
t*^ a medical officer of the marine hospital service when one is present 
*fc the port, and in his absence by the customs oEBcer. 

Bills and aceoimts against the flind must include name of patient or \ 
^Wicle : — 103. Bills or accounts against the marine hospital fund must, I 
*H every case, include the name, if the service is rendered to a patientyfl 
Ox of the specific supply actually furnished. 

Permits and certificates to accompany monthly transcripts and ac- ■ 
Ootrnts: — 104. The monthly transcript, (Form 19,) and the account for 
Xnaintenance of seamen, {Form 20,) will be transmitted to the Marine 
^Hospital Bureau, accompanied by the permits, (Form 7,) of such patients 
^a have been discharged during the month, with the surgeon's certifl-' 
<:»te, (Form 6,) eaclosed with the corresponding permit- 
Bills for the care of foreign seamen : — 105. Upon the death or dis- 
charge of any foreign seaman fi'om a United States marine hospital, 
the surgeon of the hospital shall make out a bill, in duplicate, at the 
Tate of seventy-five cents per day; one copy of which he shall for- 
ward to the Marine Hospital Bureau, and the other copy he shall de- 
liver to the proper customs ofQcer of the district wherein the hospital 
is located; and the customs officer shall collect the amount from the ■ 
consul, or commander of the foreign vessel who is responsible for the 
care of said foreign seaman, and shall deposit the money so received | 
to the credit of the marine hospital fund as a repayment. When a foreign I 
seaman is admitted to hospital on tbeapplicationof a master of a foreign I 
vessel, no clearance will be granted the vessel until the expense of keeping^ 1 
I such seaman is paid; or, if he is still in hospital when application for j 
I clearance is made, until security is given for the payment of the j 
amount prescribed by law. — (Sec. 5, Act May 3, 1803. 2 Stat., 193.) 

Customs officers to make a monthly summary report : — lOG. Upon re- 
ceipt of reports, (Fornis 17 and 19, or Form 20, as the case may bo,) cus- 
toms ofQcers will make a summary report, (Form 21,) of the entire 

I transactions of the marine hospital service in their respective districts, 

I showing the condition of the same at the beginning and close of the ' 

^^jponth for which the report is made. 

^H^ 4 M H 
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When there ajre no transactions :— 107. When there are no transactions 
the fact will be endorsed across the face of the blank, and the report 
signed and forwarded to the Marine Hospital Bnrean. 

Omissions to be made the subject of a special report :^108. A transac- 
tion omitted from the report of the month in which it occurred, will not 
be included in the report for any subsequent month ; but will be sep- 
arately reported, (on Form 21,) with a letter of explanation. 

Funds remitted by the Department upon receipt of reports : — 109. Upon 
receipt of the customs-officer's report, {Form 21,) a remittance, cover- 
ing the amount of funds required to meet the indebtedness of the 
month, will be authorized. 

Surgeons'* reports to be made promptly : — 110. The remittance of ma- 
rine hospital funds by the Department will depend upon the receipt of 
the report of transactions, {Form 21 ;) thereibre, to enable customs of- 
ficers to forward the same promptly, the surgeons having charge of ma- 
rine patients must make out the reports required of them by these Beg- 
ulations, and deliver the same to the proper officer, on the last day of 

the month, or as soon thereafter as possible. 

• 

Customs officers to pay authorized bills:— 111. Upon the receipt of 
marine hospital funds, customs officers will pay the bills and accounts 
authorized by the Department. 

Accounts-current of receipts (from the Department) and disbursements: 
112. The paid bills and accounts for each month, and an abstract of the 
same, {Form 22,) with an account-current of receipts (from the Depart- 
ment) and disbursements of the marine hospital fund, {Form 23,) will 
be transmitted by the customs officer to the Marine Hospital Bureau. 

When the abstract of disbursements may be omitted :— 113. When 
there is but one disbursement in a district during the month the 
abstract ( Form 22) may be omitted. 

yi. — Official correspondence. 

Official communications— how transmitted :— 114. Keports and official 
letters relating to the United States marine hospital service will be 
sent to fhe U. 8. Marine Hospital Bureau^ Treasury Department^ Wash- 
ington^ D, G. Medical officers of the corps of marine hospital sur- 
geons will forward communications direct, except those relating to col- 
lections of hospital dues and disbursements of the fund, and those oth- 
erwise directed in these Regulations, Surgeons in charge of *marine 
patients, not holding appointments in the marine hospital corps, will 
forward all reports and communications through the customs officers of 
their respective ports. 
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Bemarks of cnstoms officers on official commmiications of 'surgeons :— 
116. Onte remarks ot customs-officers] on official communications of 
medical officers will be indorsed on said communications, and letters of 
transmittal will be dispensed with when not absolutely necessary. 

Blank' forms ftimished by the Department :— 116. All reports, returns, 
proposals, etc., called for in theJproceeding,^will be made out on blank 
forms, to be obtained on requisitionjfrom the Marine Hospital Bureau. 
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EEPOET OP HOSPITAL-DUES. 
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Fnttbd States ) 

llL/kSm Hospital Sbbyicb. > 



Form 1. 






rBxoiBTBxaD) Ybssklb.] 



Report of Hospital-dues. 



True account of the number of officers and seamen, and of the length of time they 
have severally been employed by the , of , from the day of — , 



187^, the date of the last entrance at a port of the United States, to this 

of , 187 — , when application is made for entry at the port of . 

Hails from . Tonnage . 



day 



Name. 


Bating. 


Time employed* or under pay. 


When engaged. 


When discharged 
or still on duty. 


Months. 


Days. 

• 




■ 











Aggregate total: months, days, at forty (40) cents per month, $ 

I do solemnly swear that the above is a trae report. 

Sworn to before me, this day of-. , 187 — . 



Master of the 



Collector, 



Hospital-Dues EECEipr.* [Registered.] 
, master of the , of — 



Received from 

of : — — Y^nr dollars, amoont of hospital-dues, for officers and 

men, up to, and including, the day of , 187 — . 



-, the sum 
— sea- 



Port of 



Collector, 



* This receipt will he filled np by the customs officer in accordance with the above report, and will 
then be detached and returned to the master of the vessel, who will preserve it to show, when required^ 
to the proper anthorities. 
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UNITED SI JLTES MARINE HOSPITAL SERVICE. 



TJxiTSD Stater ) 

Marike Hospital Sbe\icr. > 

Form2, ) 



[Coastixo, Lake, akd River V imkls.) 



Report of Ho.spital-i>i:es. 



Trae accoant of tho number of officers and seamen, and of the lenji^tU of time tbey 
have severally been employed by the , licensed or enrolled for carrying on the 

coasting trade, from the day of , 187 — , the date of said license or 

enrollment, to this day of , 187 — , when application is made for renewal 

of the same. 

Hails from . Tonnage, . 





Eating. 


Time employed, or under jwy. 


Name. 

• 


When engaged. 


When diiioharged 
or on board. 


Months. 

• 


Dayi. 















Aggregate total : months, days, at forty (40) cents per month. 

I do solemnly swear that the above is a true report. 



Sworn to before me, this 



day of 



., 187—. 



Master of the 



Collector, 



Hospital-Dues Receipt.* (Coasting, lake, and river.) 
Received from , master of the , of , the 



of : — jjTU dollars, amount of hospital-dues, for 

men, up to, and including, the day of , 187 — . 



officers and 



sea — ' 



Collecior. 



Port of 



* This receipt will be filled np by the customs oflScer in accordance with the above report, and will 
then be detached and retnmed to the master of the vessel, who will preserve it to show, when required, 
to the proper authorities. 
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AB8TBACT OP HOSPITAL-DUES KEP0ET8. 



AssTRACT 07 Hospital-dobs Beportb. 
DUtrielnf /or the month af , 187 — . 



No, 
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Z oertiiy, on liouor, tbat tlie foregoing is a. trae abstract of all bospital-daes reports 
made in this district daring tlie month stated above. 





1 




fi 








t 


■ i ^ 


1 




f 




I 




1 

1 


'*- 


ii 




i 




11 







42 



UNITED STATES BfABINE HOSPITAL SEBYICE. 



Fntted Statbs ) 

Mabinr Hospital Sbbvicb. > 

ACCOUNT-CUBRENT OF HOSPITAL-MONBY COLLECTED AND DbPOSITBD. 

Diairiet of ,for the month of , 187—. 



Under official bond dated 



.,187^ 



Date. 


' 


Amonnt. 


• 


MmoaaL 


• 


To amount deposited with , 

as per oertifloate No. , dated 

, 187—. 


1 




By amonnt ooneetedf as per Ab- 
stract herewith, (Form 3.) 


1 






1 


• 





I certify, on hoaor, that the above acooant is correct. 



CoUeeUn'. 



g 





o 



§ 



p 

1 



o 
O 






u %^ 



So 



a ^ 1 

» S £ 



I 



master's cebtificate. 



43 



TTntted States 
ICABim Hospital Sebticb 



•i 



Master's Cbrtificatb. 



Port of 



I certify, on honor, that seaman - 
of — — , fipom the day of • 



, 187—. 

-, has been employed on board the , 



-, 187 — , to the 



day of 



-, 187 — , and 



that he has paid hospital-daes for a period of 



Master of> 



Description of person : Age, ; height, ; color of eyes, ; color of hair, ; 

complexion . 
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UNITED STATES UABINE HOSPITAL SEBVICE. 



nnrreD Stites 



Letter to Burgeon, and Scrokon'b Certikicatk. 
Letttr to Stirgwn. 

United States Ccstom-Hodbk, 

, 187—. 

To , M. D., 

SDTgeoD in charge U. 8. HariDa Hospital at : 

' Sir: Seamsa baviiiK fnrnished satisfaotory evidenoe that he has p*id 

hoapital-doeB ftom , 187 — , to , 1H7— , yon are hereby reqnealed to exftmino 

him and fill oat the appeoded certifloate if, in jour opiniOD, he reqairea relief in 
hoepltal. 

If treatment in hospital is not essential to a onre in the case, 70D will please Aunlflh 
the seaman nitb a prescriptioo, shonld one be required, and indona a eop; of the mdm 
on the oater middle fold of this paper. 



Svrgeon'i Vertificale. 

I certifi' that I have carefully examined 

ia hospital is required bf reason ' 



CoOMtof. 



and find that treatment 

I further deolore my belief that h« will 
9 nitbin a period of , and I reoom- 



Surgtim, 
- inches ; color of eyea. 







The wort 


■■not' 


Bill be 


«D 


rtedby.pen. 


troke,ir proper to do w. 




f 


i 














>; 




1 






a 




1 

i 






" 


§1 


5 






s 


S J 1 


! 








1^ 1 








1 










M 


B 








P 1 


*& 






» 


" 1 ^ -3 






1 


II ^ 






nn. 










i 






t-j^ 










. ^ 






^-na^ 










1 ^ 






ls'1 i 










1 






■ml 1 










1 






Mil 1 










1 






















"iislil 
















s^!p 
















fSsaJI 
















Pi!! 










^ 
















"f 






=»i|mS 










1 






S&3^«J- 
















si If si 


e 


c£ 






1 






•piS^SS 













PEBMIT FOB HOSPITAL. BELIEF. 



45 



TJnitkd States 
MJLbinb Hospital Service 
Form!. 



■\ 



Permit for Hospital Belief. 

United States Custom-House/ 



187—. 



-, in accordance 



Sir: Authority is hereby given for furnishing hospital relief to — 
-with the sargeon's reoommendation herewith inclosed. 

This authority does not extend beyond a period of two monthSi unless application be 
made to the Marine Hospital Bureau of the Treasury Department, and authority ob- 
tained for the extension of this permit ; and you are directed to discharge the patient 
as soon as treatment in hospital is no longer required. 



To 



Descriptive memorandum : The above-named seaman last served on the 

of , and was discharged therefrom on the :— day of — — , 187 — , having 

paid hospital-dues for a period of . Age, years ; height, feet 

inches; color of eyes, ; color of hair, ; complexion, . 

* Surgeon^ 8 Office will be added where there is a surgeon on dnty at the castom-honse. 
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tnSITED STATES MARINE nOSPITAL 8EKTICB. 



PKOPOSAL for SUPPLTIKS SUBSIffTKHCE-SrORES, STC. 

I, (or we,} hereby ofibr to famish tixe utiolea herainafter named to the 

United SIkUm Uarine Hoapitkl at , for th« ysH ending Jnne 30, 1S7 — , ftt tlia 

prioea set oppoute the same, reapectlrely, and if tUla piopoMd Bhi^ he eooepted is 

whole or In part, I, (or we,) agree to enter into oontraot to tnpply the aanu 

in snoh qnantitiea aa may be leqnired from time to time dnring the period stated. 



Band. 

We, the andersigned, Jiereby ;^arant«e the foregoing proposal, and bind onrBelTea to 
the United States in the gnm of one thonsand dollars, to be paid as liquidated damages 

in the event of a failnre of the maker to execate a oontraot agreeably to propoeal, 

with aoretieB, to be approved by the oolleotor of oaBtoms, within one week after the 
said proposal, in whole or in part, is accepted. 

. [SXAI.] 

— [SBAI.] 
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United States 
Hospital Sebyicb. 
Form 9. 



■\ 



Sobsistence-Stores Retukn. 



Babsistence-stores on hand, received, used, and remaining in the United States Marine 
ospital at ^ for the month ending , 187 — . 

^^ggi^gate number of days that patients were maintained in hospital.... 

^kggregate number of days that employees were subsisted in hospital 

*^ Aggregate number of days that persons not employees were subsisted 

in hospital 

^^ggregate number of rations furnished 



Artielea. 


On hand from 
last report 


Seceired daring 
the month. 


Total 


ITsed during 
tb6 month. 


Aggregate cost 
of articles con> 
snmed. 


Amonnt rs- 
mainiDg. 


J^eats 

^Cereals 

^^egetablea — 

Groceries 

3forage.^ 

(as sear as 
oanbegiyen.) 




, 










































• 






















• 







I certify, on honor, that the foregoing is a true statement, and that none of the 
stores have been used in violation of the regulations. 

Steward V, S, Marine Hospital Service, 
I have examined this report, and find it to be correct. 



Surgeon, 
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* Persons not hiclnded in paragraphs 58, 59, and 60, Beg. 17. S. M. H. S., who are anthorized to live in 
hospital, and are famished with sabsistence, will he charged to cover the cost of the hospital-ration. 
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UNITED STATES MABINE HOSPITAL SEBVICE. 



TTinTBD Statbs ) 

ICarixie Hospital Skbyicb. > 

Form 10. ) 

KsQUismoN VOR Medical Suppuss. 

Average No. of patients treated during oorresponding six months of last fiscal 

year 

Namber of patients remaining in hospital at date 



Articles. 


Qnantity. 


Artidee. 


Qnantity 


On hand. 


Beqnired. 


On hand. 


Beqnired. 


1,— Materia Medico, 
(Regular supply.) 

• 

IL—MaUriaMediM. 
(Supplementary list.) 






TV.—Inttrumenti. 

Y.~^Dr$itin0», §te. 

YL— Boott, ttaUonmy, §te. 

ViL— JOwendnsout. 




• 



I certify that the articles ennmerated above are necessary for nse in the United 

States Marine Hospital at , for the six months ending , 187 — . 

Dated : , 

, 187 — . Surgeon. 
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ITnited States 
Mardib Hospital Service. 
Form 11. 



Special Sequisitiox. 



SeqtdsiHofufor bedding, hospital Nothing, fumUure, applianeett and other miseeUaneota articles toiU hs 

mads on this blank.\ 

Maximnm number of patients in hospital during preceding six months.. . 

Minimum number of patients in hospital during preceding six months.. . 



Articles. 


Quantity. 


Total pric& 


Semarks; 


On hand. 


Required. 


Dolls. 


Cts. 


(In pounds, onnoes, or niiniber.) 













I, (or we,) 



-, agree to furnish the several articles enumerated above, at prices 



not exceeding the amount set opposite each article. 



Place of business, . 

Date, , 187—. 

I certify that the articles enumerated above are necessary for use in the United 
States Marine Hospital at . ^ 

Surgeon, 
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UNITED STATES MARINE HOSPITAL SERVICE. 



Annual PjtopBRTr Betdrn. 

Setara of property on liaad Jalf 1, 1S7— , received, expended, iasaed, and dropped by 
order dariug the year, mni remaining Jane 30, 197 — ,mt the United States Marine 
Hoepital at . 



Date. 


No. or 
































































Bold by orrtor- Departmtmt letter dated , 18T- 





























I certify that tfie foregoing report is troe. 
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Ukttkd States 
Hospital Sbbvice. 
Formic 



\ 



Transfer Invoice. 



InToioe of U. S. Marine Hospital property, transferred to the charge of — 
Surgeon U, S. Marine Hospital Service, this day of , 187—. 



Articles. 



iQnantity, 
Iba., oz., etc. 



Bemarks as to condition, etc. 



I certify that the foregoing invoice is correct. 



Surgeon, 
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UNITED STATES MARINE HOSPITAL SERVICE. 



United States 

Mabine Hospital Srbtice. 

Form 14» 



Bbceift Invoice. 



Invoice of U. S. Marine Hospital property received from 

S. Marine Hospital Service, on the day of , 187 — . 



-, Sargeon U. 



Articles. 



Quantity, 
lbs., 02.* etc. 



Bem«rks as to conditioii, eta 



I certify that I have received the articles enamerated above. 



Surgeon. 
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MEDICAL AND SURGICAL REPORT — ^MONTHLY. 



Ubdical and SuBaicAL Report — Monthly, 
and injaries treated at bospital, at port of , dnriag the month 



labnlw Ual of diseuea. 
(Bnter only tboM dis- 
«— » of vbioh then are 
flitlfT ftillmrlng U» noa- 
olcisr of Z%< Pnvittonal 

Irgt Fkyeieimw. London. 
See Appendix to Eeffu- 



oppoflita the appropriate 



Generai. Rbuasks. 

[B^ortthe oamee of deceased (eunen, age, date of admUMon, date of deatb, dleeose or Injary, eto.] 
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UKITED STATES MAEINE HOSPITAL SEEVICB. 



Akkual Eepobt of Surgical Operations, ■ 
Performed at the hospital, at tlie port of , during tlie year ending June 



30,18: 

I 



I, 



H 

u. 

III 



* Primus, (wltbJa tirenty-ftniT boon >tCet iitjiir; ;) iatermedikte, (during aoate or Inflamnutory 
period,) or nMoadirj, (aftar that period.) 

tKeooveredi dlodr encooMfnl, or munocamfal. 

] State June and when atwerratian terminated— by death, dtaoliarge. (and if disoharged, In vhat condi- 
tlDn,)oittaiufetto ether gnrgloal em, (and if the latter, to whom, and for irhat pnrpoee.) 

$ When erysipelas, hospital gangrene or pysemla snperreaed, note details apposite the ease In this 
adamn, specifying Unie of appearanoe, regiaD or organs affected, etc. 

The above contaios details of all tlie anrgioal operations, worthy of record, .per- 

fenned on patienta of the U. S. Marine Hospital Service, at the hospital, 

(used as such for years,) during the year ending ', IS7 — . 
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Pay-n>llof officers and emplojees of the United Slates Marine Hoapital at - 
for the moutb of , 187—. 



[^c, tbe ■nbEcrlbers, 
sevBrally Hoknowl- 

, oolleoloc of 

Oio port of — 5 — , 



I certify that the persoos named above were oa duty in the hospital for the time 
stated, and that the accounts charged ar; ia accoTdance with the rates aathoiized. 
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TTinTED States 
llABiNB Hospital Sebvice 
Form IS. 



\ 



Bill. — {Miscellaneous.) 
The United States Marine Hospital at 









To 


1 


Dr. 




Date. 


Artfcles. 


Dollars. 


Cents. 




. 







I certify tliat the above articles were received, and that they were necessary for use 
of the hospital. 
Pnrchase authorized by Department letter dated , 187—. 



Surgeon. 



Received from 



dollars and 
Date 



Collector of the port of • 



•f the sum of 



cents, in fall of the above. 



., 187—. 




TRANSCRIPT OF REGISTER OP PATIENTS. 
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United States 

IfABDIB HoaPTTAL SeBYICB 

Form 19, 



■\ 



Transcript of the Begister of Patients of tlie United States Marine Hospital at 



for the Month of 



187—; 



pennit. 



Name, ace, 
and nativuy. 



Name of 
veseel. 



Date of ad- 
miaaioiL 



Disease or 
injury. 



Date of dis- 
charge. 



Result 



Time in hos- 
pital. 



Correct. 



Surgeon. 



4 






H 
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4 
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United States 

Marinb Hospital Sebvice 

FormW. 



■\ 



Treatment and Maintenance Account. 



The United States Marine Hospital Fund, 



To 



-, Dr. 



For treatment and maintenance of the following-named seamen daring the month 
of , 187—, in hospital, at , at the rate of per , accord- 



ing to Department letter dated 



-, 187—. 



Kmnber of 


Kame. 


Date of admis- 
sion. 


Date of dis- 
charge. 


No. of days 
charged. 


Amount. 


permit. 

• 


Dollars. 


Cents. 




■ 













I certify that I have compared the above acconnt with the permits, and have also 
mustered the patients in hospital, and find the account correct. 



Received 



-, the sum of 



-, 187 — , from 



dollars, in fall for the above accoant. 



-, collector at the port of 



Jl 
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TJinTiD Statics 
KAXIHE HOflPITAL Sbbvice 
form 21. 



•s 



Report of Transactioxs of i]v) Marine Hospital Service in the Diatriot of , during 

the Month of , 187—. 

Namber of patieDts remaining in hospital on first day of , 187 — ...... 

" " admitted daring the month 



" " discharged during the month. 
" " deceased during month . , 



^i u 



remaining in hospital on the last day of the month 



Aggregate namber of days' relief daring the month 

< Namlier of seamen prescribed for without being admitted to hospital 

I Total namber of prescriptions furnished 



C Contagioas diseases treated outside by special agreement, and not included above : 

< Remaining Ist of month, ; admitted, ; discharged, ; died, ; 

f remaining at close of month, r J total number of days' relief, ■. 

Amount ichich will he required to incet lndej)iedne8s for the Month of , 187 — . 



C Compensation of Surgeon and employees $ 



Class I. ^ 

Miscellaneous. < 



Hospitals op 
Class II. 



< 



Compensation of Surgeon, when separately author- 
ized by Department $. 

Medical attendance, (medicines,) nursing and board. . , 

prescriptions furnished, at $1 each 

Burials 

Miscellaneous. < * 



Current Statement of Marine Hospital Fund for the Month to which this Beport relates. 

Fund on hand at the beginning of the month (received from the Dep't.) $ 

• *^ received from the Department during- the mouth $.... 



« 



paid out ont accounts.... 



" " " t accounts 

Balance on hand at the close of the month (due U. S.) 



!•*••• 



Deficiency (due the customs officer) $ 

Balance from the fiscal year ending June 30, 187 — , deposited as a repayment to 

the M.H. Fund , 

Balance deposited as a repayment to the M. H. Fund upon final settlement of 

acconnts of the customs officer 

Hospital-Dues, 

Amount of hospital-dues collected daring the month $. 

** 'deposited during the month as hospital-dues ; . 



* Give date of Department letters authorizing miscellaneous purchases. 
t Insert months to which the accounts relate. 
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UNITED STATES MARINE HOSPITAL SEBYICE. 



Beoeipts and Deposits in (uxxnrdanoe with spedal Ads of Congress, 

Amount received for the care of foreign Beamen * $ 

from Bales of hospitals and grounds (Act of April 
20,1866) $. 



a 



u 



Amount received for care of foreign seamen, deposited to the credit of the M. 

H. Fund as a repayment $. 

from sales of hospitals and grounds deposited to the credit 
of M. H.Fundas a special appropriation . 



t( 



u 



Port of 



Collector, 



-, 187—. 



* Applicable only to ports where Hospitals of Class I are located. 
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UimD BrATo } 

jCudb Hospital flBBTKS. 



< 



iBRiiCT OF DiSBUSSEXKsrrs o/ f&« railed SfalM Jldnn^ Hotpiial Fmndy jmadf hg 
, CoOfttar, of tk€ Dwtnd of ,for the ^onik of , 



DtttniMtL 


2iO> OC TOQClm'* 


"Same. 


Ol^ject of expenditure. 


1 

1 


Amonnt. 






, 






1 
$ CU. 


Ibtil 
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UNITED STATES MARINE HOSPITAL SERVICE. 



United States 

Marine Hospital Skuvice. 

Form 93. 



i 



Account-Current of Receipts and Disbursements. 



The United States Marine Hospital Fand in account-cnrrent with — — 

at the port of , for the month of , 187 — . 



(Under official bond, dated 



-. 187-.) 






To balance due cnstoms ofBcer . . 
*To disbursements as per abstract 
herewith, (Form 22) 



Amount. 






By balance dne United State* .. 
By Treasury draft No. — , war- 
rant No. — , dated , 187-. 



Amount. 



* When, there are not more than six separate disbursement acconnts, they ^1 be separately entered 
in the account-cnrrent, and the abstract (Form 22) dispensed with. 



I certify that the above account is correct. 
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IPTS OF UNITED S 
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(from the Department,) 

and of 
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^PPEilSTDIX. 



A.— tr. S. MARINE HOSPITAL MEDICAL SUPPLY TABLE. 

B.— OUTFIT LIST. 

C— DIET TABLES. 

D.— NOMENCLATURE OF DISEASES. 



A.— TJKITED STATES MAEINE HOSPITAL MEDICAL SUPPLY 

TABLE. 

Begular supply ; to be obtained semi-annually, on requisiiiorif (Form 10.) Allowance for an 
average of bO patients, [See paragraphs 84, 85, 86, 87, 88, U, S. Mar, Hosp, Beg,"] 

M 

I. — Materia Mbdica. — Regular Supply. 

Acacia, in bottle .• ounces... 16 

powdered, in bottle - do 16 

Acidum aceticnni, in g. s. bottle do 8 

carbolic um, pure, crystallized in g. s. bottles do.... 4 

commercial; 95 %, for disinfection, in g. s. bottles do - . . . 48 

citricum, in g. s. bottle do 16 

hydrochloricum, in g.s. bottle do.... 8 

nitricuni, in g. s. bottle - do.... 8 

phosphoricum dilutum, in g. s. bottle do 2 

sulphuricum, in g.s. bottle ^. do.... 8 

aromaticum, in g. s. bottle do 16 

tannicnm,in 1-oz. bottles do 4 

tartaricum, in bottle do.... 16 

^ther fortior, for anaesthesia, in 1-lb. g. s. bottles, and 1-lb. tins, soldered, do 128 

Alcohol, in demijohn - gallons.. 8 

Aloe Socotrina, in bottle ounces.. 2 

Alumen, powdered, in bottle do.... 16 

Ammonia) carbonas, in g.s. bottle do.... 16 

hydrochloras, in bottle do 8 

Antimonii et potasssB tartras, in bottle do.... 1 

Aqua ammonisB, in 1-lb. g.s. bottles do.... 80 

Argenti nitras, in 1-oz. g. s. bottle do.. .. 1 

fusa, in bottle do 2 

Bismuthi subnitras, in bottle * do 4 

Camphora, in g.s. bottle do 16 

Cantharis, powdered, in g.s. bottle do.... 2 

Capsicum, in bottle '. do.... 8» 

Catechu, powdered, in bottle do 8 

Cera alba • do.... 16 

Ceratum adipis, in 1-lb. tins do.... 4 

cantharidis, in earthen pot do.... 16 

resinsB, in 1-lb. tins pounds.. 2 

Chinoidine, in 1-oz. rolls ounces.. 4 

Chloroformnm purificatum, in 1-lb. g. s. bottles do.... q, s. 

Cinchona fla\ a, powdered, in bottle do.... 8 

Copaiba, in 1-lb. bottles do 32 

Creasotum,in g.s. bottles do 2 

Creta prsBparata, in bottle do 16 

Cupri sulphas, in bottle do.... 2 

Emplastrum resinsB pounds., q, s, 

Emplastrum plnmbi, in rolls ounces.. 8 

Extractum belladonnaB alcoholicum, in earthen pot do.... 1 

buchu fluidum, in bottle do.... 16 

colchici seminis fluidum, in bottle do.... 16 

colocynthidis compositum, powdered, in bottle do...- 4 

conii, in earthen pot do.... 1 

gentiansB fluidum, in bottle do..... 16 

glycyrrhizsB, in paper do.... 64 

hyoscyami alcoholicum, in earthen pot do 1 

ipecacuanhsB fluidum, in bottle do 8 

nucis vomicsB alcoholicum, granulated, in ^. s. bottle do 1 

pruni YirginiansB fluidum, in bottle: do 16 

sennsB fluidum ....do.... 16 

sene^aB alcoholicum^ in earthen pot.... do.... 2 

zingiberis fluidum, in bottle do.... 16 

6 M H 
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Ferri et quinite citras, in bottle do.... 4 

sulphas, commercial, for disinfection pounds . . g. «. 

Glycerin a, in 1-lb. g.s. bottles ounces.. 82 

Glycyrrhiza, powdered, in bottle do g 

Humnlns pounds.. 4 

Hydrargyri chloridnm corrosivnm, in g. s. bottle ounces . . i 

Hydrargyri chloridnm mite, in bottle do 2 

fa; M^^ iodidum viride, in 1-oz. black g. 8. bottle do 2 

"" R^ oxidum rubrum, in bottle do.... 1 

Hydrargyrum ammoniatum , do 2 

K* cum creta, Sqnibb's, in bottle do 4 

Iodinium,in g. s. bottle do 2 

Ipecacuanha, powdered, in bottle do g 

Lini farina pounds.. Ig 

Linum '...do 1q 

Liqnor ferri subsulphatis, in g. s. bottle ounces.. a 

plnmbi snbaoetatis, in bottle do.... ^ 

potasesB arsenitis, in g.«. bottle ..^ do q 

sodsB chlorinated, in 1-lb. g. s. bottles pounds.. 1»> 

MagnesisB carbonas, in bottle ounces.. q 

HagnesisB sulphas, in tin ^ pounds.. 2^ 

MorphisB sulphas, in -l-oz. bottles ounces.. , 

Oleum cinnamomi, in g.-s. bottle do.... 7 

limonis, in bottle do 7 

lini, in bottle do 3i 

menthfe piperitee, in g. s. bottle do f 

morrhusB, in 16-oz, bottled bottles.. 1^ 

olivsB, in 16-oz. bottles - do.... J? 

ricini, in33-oz. bottles do.... S 



terebinthioffi, in 32-oz. bottles ^ .do. 



8 

tbeobromsB .' .• oances.. 1^ 

tiglii, in bottle do ^ 

Opium, powdered, in bottle... do.... 1 

PilnlsB campherae et opii, in bottle ^.. dozen., q. «8 

catbarticee oompositsB, in bottle i do.... 10. 

hydrargyri, in earthen pot ounces.. 8 

opii, in bottle dozen., q. «. 

Plumbi acetas, in bottle ounces.. 16 

Potasstfi acetas, in bottle do.... 16 

bicarbonas, in bottle do.... 16 

bitartras, in bottle do.... 16 

chloras, in bottle i .'. . do 24 

et sodsB tartras, in l-lb. bottles do 48 

nitras, in bottle i ;. do.... 8 

permanganas, in g. s. bottle do...'. 2 

Potassii bromidum, in bottle do 4 

iodidnm, in 1-lb/ bottles do 80 

Pulvis ipecacuanha) compositns, in bottle do.... 8 

QuiniaB sulphas, in 1-oz. bottles do 20 

Rheum, powdered, in bottle do.... 4 

Sapo, white Castile - pounds.. 4 

marbled Castile do.... 20 

Sinapis nigra^ powdered, in tin do.... 6 

Sodsd bicarbonas do 8 

boras, powdered, in bottle ounces. . 8 

Spiritus aetheris compositns, in g.s. bottle. do 16 

nitrosi, in l-lb. g.s. bottles do.... 48 

ammonisB aroraaticus, in g. s. bottle do 8 

Strychniae sulphas, in i-oz. bottle - do.... ^ 

Sulphur lotum,in bottle do 16 

Syrupus ferri iodidi« in g.s. bottle do 8 

scillsB, in l-lb. bottles pounds.. 10 

Tinctura digitalis, in bottle *- . ounces. . 4 

ferri chloridij in l-lb. g.s. bottles..... do 64 

opii, in bottle * «do....- 16 

camphorata, in l-lb. bottles do.... 32 

deodorata, in bottle do 8 

sangninarisB do.... 8 

veratri viridis, in bottle - do.... 2 
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Unguentum hydrargyria in earthen pot do 16 

nitratis, in earthen pot do ri 

Yims vaocinum :. q.s, 

Zinci acetafi, in bottle ounces.. 2 

oxidam, in bottle do 1 

sulphas, in bottle do d 



• 



II.—Materia Medica. — Supplementary List.* 



Acidam arseniosnm, in e, s: bottle onnces.. i 

benzoicnm, in bottle do.... 1 

chromicnm, in g. s. bottle do.... 1 

gallicum, In bottle -. do.... 1 

hydrocyauicum dilntum, in g. s. bottle do.... 1 

Ammonii bromidum, in bottle do.... 4 

Assafoetida, in g. s. bottle do«... 4 

AtropisB sulphas, in i-oz. g. s. bottle !.... ..do.... ^ 

Balsamum Tolutanum, in earthen pot do ' 8 

Bromininm, in g. s. bottle do.... 8 

Cera flava i do.... 16 

Chloral hydras, Schering's, of Berlin, in g. s. bottles do..., 6 

Collodiam, in 1-oz. g. s. bottle do.... 1 

cum cantharide, in 1-oz. g. s. bottle do.... 1 

Confectio sennsB, in earthen pot do.... 8 

Cabeba, powdered, in bottle do 8 

EJaterinm, Clutterbuck's, in ^oz. pot do i 

Extractnm cannabis pnrificatum, in earthen pot * do I 

cimicifngffi fluidum, in bottle do 8 

opii, in pot & do.... 1 

physostigmatis, in bottle « do.... ^ 

stramonii alcoholicnm, in earthen pot do.... 1 

valeriansB fluidum, in bottle do.... 16 

veratri viridis fluidum, in bottle do 2 

Perri et potasssB tartras, in bottle do 4 

. hypophosphitis, in bottle do 2 

pyrophosplias, in bottle do.... 4 

sulphas exsiccata, in bottle do 4 

Perrum redactum, in bottle do 2 

Gnaiaci resina, in bottle do 4 

Hydrargyri iodidum rubrum, in g. s. bottle do -J- 

lodoformum, in g. s. bottle do.... 1 

Liquor arsenici et hydrargyri iodidi, in g. s. bottle do H 

Morphite acetas, in ^-oz. bottle. .do i 

Myrrha,.in bottle .' do 4 

Oleo-resina piperis, in g. s. bottle do 1 

Oleum caryophylli, in 1-oz. bottle do 1 

cubebsB, in bottle do.... 4 

thymi, in bottle do 2 

Pepsina, in bottle do 2 

Pix liquida, purified, in w. m. bottle do.... 8 

Plumbi carbonas, in bottle do.... 2 

iodidum, in 1-oz. black g. s. bottle do.... 1 

Potassa, fused, in 2-oz. g. s. bottle do.... 2 

Potassii cyanidum, granulated, in ^oz. bottle do \ 

QuinisB arsenitis, in bottle do.... -J 

Resina podophylli, in bottle. do 1 

Sodte sulphis, in bottle ounces.. 8 

Spiritus lavandulaB compositus, in bottle do 16 

Tinctura aconiti radicis, in bottle do 4 

cantharidis, in bottle do 1 

gelsemii, in bottle do.... 2 

III. — ^Hospital Stores. 

Arrow-root, in tin pounds.. 20 

Beef, Liebig*8 extract of, in jars do 6 

Brandy, in 32-oz. bottles bottles.. 20 

Cinnamon, ground, in bottle ounces.. 8 

* S«e paragraph 84, TTnited States Marine Hospital BegiUationa, 
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Corn-starch pounds.. 12 

Ginger, ground, in 1-lb bottles do 2 

Whisky, in 32-oz. bottles bottles.. 50 

Wine, port, in 32-oz. bottles do 12 

sherry, in 32-oz. bottles do 24 

IV. — Instruments. 

Probangs number.. 6 

Syringes, penis, glass do 12 

Trusses, single do q. «. 

double do.... q. 8, 

v.— Dressings, Etc. 

Adhesive plaster,5 yards in a can yards., q. «. 

Bandages, roller, asserted, in a pasteboard box — 1 doz. 1 inch by 1 yard ; 
2 doz. 2 inches by 3 yards ; 2 doz. 2^ inches by 3 yards ; 1 doz. 3 
inches by 4 yards ; ^ doz. 3^ inches by 5 yards ; 1 doz. 4 inches by 6 

yards; idoz. 4 inches by 8 yards dozen.. 32 

Binders' boards, 2^ x 12 inches pieces.. 12 

4 X 17 inches do 12 

Cotton bats .* number.. 4 

Cotton wadding sheets.. 4 

Flannel, red, all wool yards.. 4 

IchthyocoUa plaster, 1 yard in case do 4 

Lint, patent, linen or flax pound.. 4 

picked, or scraped linen do 2 

Muslin, bleached, unsized, 1 yard wide yards.. 40 

Oakum, fine picked pound.. 10 

Oiled muslin .'...I yards.. 4 

Oiled silk do.... 2 

Pencils, hair, assorted sizes number.. 12 

Pins ..papers.- 4 

Plaster of Paris, in tin pounds.. 25 

Sheepskins, dressed, for plasters number.. 4 

Silk, saddlers', for ligatures ounces.. i 

Sinapism paper package.. 1 

Sponge, fine, small pieces. do 12 

Suspensory bandages, cotton number.. 6 

Tape, cotton, or twisted stay binding pieces.. 3 

Thread, linen, unbleached ounces.. 2 

Tow -- pound.. 4 

Twine, one-half coarse ounces.. 16 

VI.- Books, Stationery, Etc. 

Blank-books, cap, half-bound, 4 quires number.. 5 

small, flexible covers do 4 

Elastic bands, assorted gross.. 2 

Envelopes, printed : official, 100; letter, 200 number.. 300 

Erasers do 2 

India rubber pieces.. 2 

Ink, black, pint bottle. number.. 1 

red, 2-oz. bottle « do 1 

Inkstands do.... 2 

Letter balance do 1 

Mucilage bottles.. 2 

Paper, blotting quire.. i 

filtering, round gray, 10 inches packages.. 2 

litmus, blue and red, of each sheets... 2 

turmeric do 1 

wrapping, white and blue quires.. 4 

writing : cap, 6 quires ; letter, 6 quires ; note, 8 quires do 20 

Pencils, lead number.. 6 

Penholders do.... 6 

Pens, steel number.. 48 

Portfolio, cap size i do.... 1 

Regulations of the Marine Hospital Service copies.. 2 
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Ruler number.. 1 

Sealing-wax sticks.. 2 

VII.— Miscellaneous. 

BoxeS; paper pill, in nests dozens.. 6 

wooden ointment, in nests * " do.... 6 

Corks, assorted dozens.. 24 

liamp- wicks number., q. 8. 

Matches gross.. \ 

Rotten-stone, for polishing instruments ounces.. 8 

Tubing, glass, assorted sizes pound.. \ 

Vials — 8-ounce, six dozen ; 4-ounce, twelve dozen ; 2-ounce, three 

dozen; 1-ounce, three dozen dozens.. 21 



B.— UNITED STATES MAEINE HOSPITAL OUTFIT LIST. 

OUTFIT LIST OP INSTRUMENTS, BEDDING, HOSPITAL CLOTHING, FURNITURE, APPLI- 
ANCES, ETC. 

Not expendable. To he obtained on special requisitiouj (Form 11,) and renewed only as 

required. Allowance for an average of 50 patients, 

I. — Instruments. 

Atomizers, steam number.. 1 

Cupping-glasses, assorted sizes '...I do 12 

-tins, assorted sizes do q, s. 

Electric apparatus do.-.. 1 

Inhalers ^ do 2 

Irrigators do 1 

Pocket-cases do.... 1 

Post-mortem cases do.... 1 

Razor, brush, and strop, in case do.... 1 

Scarificators do.... 1 

Scissors, large and small do.... 2 

Speculum for rectum do'.... 1 

Sponge-holders for throat.... do.... 1 

Stethoscope do.... 1 

Syringes, enema, 16-ounce do 1 

hard rubber, 8-ounce do.... 1 

hypodermic do.... 1 

penis, hard rubber.. .^ do.... 3 

rubber, self-injecting do.... 1 

Teeth-extracting case do 1 

Tongue-depressor, hinged do 1 

General operating set do 1 

Minor operating set do 1 

Thermometer, clinical ^ do 1 

Urinometer .' do.... 1 

II.— Bedding, Etc. 

Bed-sacks number.. 75 

Blankets, white do 125 

Counterpanes do.... 75 

Cushions, rubber, for air, small do.... 4 

with open center do 2 

Gutta-percha cloth yards.. 6 

Mattresses, hair or sponge number.. 50 

Mosquito-bars, when specially required do 50 

Pillows, hair or feather do 60 

Pillow-cases, white do.... 150 

ticks " do g. «. 

Sheets do 250 
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Towels, hackaback dozens.. 5 

roller - do.*.., 2 

III.— Hospital Clothinq. 

Shirts number.. 100 

Drawers do.... 100 

Gowns, dressing....^ ^ < do 25 

Slippers , do 50 

rV. — FURNirURK. 

Bedsteads, iron number.. 60 

Earth-closet commodes, with fittings do.... 4 

Refrigerator, size as required do 1' 

Tables, bedside do q, «. 

Tub, bath, portable do.... 1 

v.— Books. 

Dispensatory copy.. 1 

Case book *. number. . 1 

Diet and prescription book do 1 

Order and letter book do 1 

Register of patients..... do.... 1 

VI. — MlSCflLLANEOUS. 

Basins, tin, small, for dressers •. number.. 6 

wash, hand do 10 

Bed-pans, delf, shovel-shape - do 4 

Bed-ticket frames do.... 50 

Bowls, delf do 60 

Buckets, wooden do 10 

Candlesticks do q. s^ 

Cleaver - do 1 

Clothes-line - feet... 500 

Colanders. -' J.... number.. 2 

Corkscrews 1 do 2 

Cork-extractor ,.., do 1 

Cork-presser , do 1 

Cups and saucers, of each do q. », 

Dippers, tin, assorted - do...- 6 

Feeding-cu ps do 4 

Funnel!, glass, -i-pint - do 2 

tin, pint I do.... 2 

Graters, nutmeg, and large do 2 

Gridirons do.... 2 

Hatchets ! do.... 2 

Hone .' do.... 1 

Kettles, iron do.... g. «. 

Knives and forks, of each do 60 

carving, of each .- ^ do .3 

bread do 1 

butcher's do 1 

Ladles do 4 

Lamps, for oil do ... . q, a. 

Measures, graduated, glass, 4 ounces do 2 

minim do 2 

tin, pint to gallon, sets do.... 1 

Mill, coflfee do 1 

spice , do 1 

Mortars and pestles, wedgewood, 3^ to 8 inches do 3 

Mugs, delf , : do.... 60 

Pans, tin do.... g. «. 

Pill machine .do.... 1 

tiles, 5 to 10 inch do.... 2 

Pitchers, delf do.... g. «. 

Plates, delf do.... 72 
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Pots, chamber, delf ' do 16 

coffee, tin ^ do.... 4 

mnstard do.... 3 

pepper ' do 3 

tea, delf do.... 4 

Sadirons '. do.... g. 8 

Salt-cellars do 8 

SaW; batcher's do.... 1 

wood • i. do.... 1 

Scales and weights, prescription : set.. 1 

apothecaries' ;. do 1 

shop '. number.. 1 

platform • .....do.... 1 

Slates, with pencils • do.... 4 

Spatulas, 3-inch and 6-inch do 4 

Spiritlamp do 1 

Spit-mugs, with tops do.... 10 

Spittoons , do.... 24 

Spoons, table ' do 60 

tea do.... 60' 

Steels do.... 2 

Tape-measure do.... 1 

Test-tubes, with rack : do.... 6 

Thermometers do.... 5 

Trays, butler's do.... 4 

Tumblers, glass do.... 60 

Urinals, glass r do.... 4 

(Expendable,) 

Brooms number.. 12 

Brushes, scrubbing .%.... do.. .. 12 

Rubber scrubbers do.... 4 
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II.— Extra Diet. * 



For breakfast 



,5^^^Lt?'?:.! ~ 



6 



( Eggs number.. 2 

^^^L'Ll ~- « 

Ale or wine 

Sapper { Dry or dip toast' ounces.. 4 

III.— Milk Dnsr.t 

i Hominy, or > ^„r»/.oQ ia 

Breakfast ....< Corn-meal mush s ' ounces.. 14 

<Milk do.... 16 

fBiceor tapioca, (cooked) ounces.. 12 

Milk do.... 16 

Dinner < Sirup do.... I 

Bread do 4 

^Butter do i 

(Cracked wheat, or ?^u^„ „^^u^j ^ i^ 

Oaten grits...'.... ^^^^en cooked ounces.. 14 

ToafiteS bread T do.... 12 

Milk do.... 16 

* These articles of extra diet are in addition to the ordinary diet of the hospital, 
f Instead of ordinary diet. 

7 MH 
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D,— UlTITED STATES MAKINB HOSPITAL NOUBITOLATUIKE | 
OF DISEASES. 

[The " Provisional Nomenclature" of the Boyal College of Pbyaioiana of Xiondon, I 
(Eng.,) is adopted bj tbe United States Marii.~b Hospital Bcread, ss the noaologi- \ 
cal aystem to be obaerred b; medical offloera of tbe Service in theit npoita and oom- 
mnnicatioiis. 

As this iB too balky to insert in a volome of Begulatlons, intended alao tot the I 
guidance and information of othure not concerned with the profeH^ooal details of the I 
Service, tbe Nomenclature is issued separately, and will be supplied to mediod offl 
on requisition, by tbe Bursac] 



